Custom JDM Loading Screen 


How to install ? 
Using OpenlV, go to 


-mods\update\update.rpf\x64\data\cdimages 
\scaleform_frontend.rpf and replace 

the loadingscreen_startup.ytd inside 

the scaleform_frontend folder. 


- mods\update\update.rpf\x64\data\cdimages 
\scaleform_platform_pc.rpf and replace the files inside 
the scaleform_platform_pc folder. 


